




EAGLE SAFETY CANS 

Approved - Listed - Labeled 
ByJUnderwriters’ Laboratories, Inc. 
Factory Mutual 

New York City Fire Department 


Made from 24 gauge terne coated steel. Bodies 
and breasts seamless drawn, electrically welded to- 
gether. The UI-25 and 50 have free swing handles. 
The UI-2-4 and 10 have trigger type handles. 

Weight Per 
Dozen 
Pounds 
20 
26 
32 
66 


No. 

Capacity 

Packed In 
Shipping Ctn. 
Dozen 

UI-2 

.... 1 qt. 

1 

2 

UI-4 

.... 2 qt. 

1 

2 

UMO 

— 1 gal. 

1 

.... f - 
3 

UI-25 

.... 2£ gal. 

UI-50 

_.. 5 gal. 

1 

3 


Price 

$ 

$ 

$ 

$ 

$ 


FOR 
PLANT 
MAINTENANCE 




SHhhmS 

EAGLE SAFETY CANS 

Approved - Listed - Labeled 
By Underwriters’ Laboratories, Inc. 
Factory Mutual 

New York City Fire Department 


Non-flash-back baffle screens are available for any 
Eagle Safety Can. Screen is held in place by a special 


Eagle Safety Can. Screen is neia in piace Dy a special 
locking ring, can be removed without special tools. 

Packed In Weight Per 


No. 

Capacity 

Shipping Ctn. 
Dozen 

Dozen 

Pounds 

UI-2S 

... 1 qt. 

.... i .... 

20 

UI-4S 

... 2 qt. 


26 

UI-10S 

... 1 gal. 

f 

32 

UI-25S 

... 2i gal. 

.... t .... 

66 

UI-50S 

- 5 gal. 

i 

90 


Price 


[HraSl 

EAGLE SAFETY CANS 

Approved - Listed - Labeled 
By Underwriters’ Laboratories, Inc. 
Factory Mutual 

New York City Fire Department 


A flexible metal hose and 
funnel attachment for con- 
venience in pouring is avail- 
able for the 1, 2J and 5 gal- 
lon units only. It is easily 
fastened to pouring lip of 
can, and securely held in 
place. 


No. 


Packed In Weight Per 
Capacity Shipping Carton Dozen 
Gallons Dozen Pounds 

1 .... i .... 36 

. 24 .... i .... 70 

5 .... i .... 96 


UI-10FS 

UI-25FS 

UI-50FS 


36 

.... $ 

70 

.... $ 

96 

.... $ 




Price 


UI-10F 
UI-25F 
UI-50F 

With Both Screen and Pour-Funnel Flexible Spout Attachment 




OILERS, SAFETY CANS, OIL AND GASOLINE CONTAINERS 











GALVANIZED OIL and GASOLINE CANS 

New Style 

Seamless Drawn Dome Shape Body 
No Top Seam - No Side Seam 


These galvanized cans are made from heavy (26 
gauge) galvanized steel. Bottom double seamed to 
body. Ideal for use with stoves or heaters, for con- 
struction work, general factory maintenance. 




Packed In 

Weight Per 



Capacity 

Shipping Ctn. 

Dozen 


No. 

Gallons 

Dozen 

Pounds 

Price 

401NS 

.... 1 

.... * .... 

27 

$ 

402NS 

.... 2 

.... § .... 

37 .... 

$ 

402^NS 

- 2 J 

l 

s 

42 

$ 

405NS 

.... 5 

.... i .... 

63 

$ 

501NS 

.... 1 

.... } .... 

27 

$-- 

502NS 

.... 2 

l 

— 5 — 

37 .... 

$... .... 

5024NS 

~ 2 J 

.... i .... 

42 

$ 

505NS 

.... 6 

.... i .... 

63 .... 

$ 


Nos. 402%NS, 405NS & 502%NS, 505NS equipped with Duo-Pour 
Spout Cap, Outside diameter of cap 1 inch. 




WELDED STEEL GASOLINE CANS 

RED ENAMEL FINISH 

Guaranteed Against Leakage 



Body and breast seamless drawn and welded to- 
gether electrically under electronic control. 

Top caps and spout caps can be attached by chain 
at additional cost. 


No. 

60 ^R 

61R 

62R 

62±R 

65R 


Packed In Weight Per 
Capacity Shipping Carton Dozen 


Gallons 


Dozen 


Pounds 


I 1 

i 

27 

.. 2 

- i . 

42 

- 

i 

3 

48 .... 

5 

I 

3 

81 



NO. 66 SUPER PUMP OILER 


Beaded Brass Body 


FLANGED 

BASE 

PREVENTS 

TILTING 


A precision oiler with seamless drawn brass body, 
Designed for maximum efficiency. Bottom is double 
seamed to body. A “Spark-Proof” oiler with seam- 
less brass spout and detachable brass cone shape 
grooved tip for easy oiling. Can be fitted with CM 
(Controlled Measure) attachment at additional cost. 

These Super Pump Oilers have rated capacity of 6 
ounces and the pump mechanism is not removed 
when filling oiler. All pump parts renewable. 


No. 66 Super Pump Oiler Price, $ 



NO. 66-F SUPER PUMP OILER 

Beaded Brass Body 


FLANGED 

BASE 

PREVENTS 

TILTING 


A precision oiler with seamless drawn brass body. 
Bottom double seamed to body. Oiler has 6 J inch 
flexible steel spout § inch in diameter, with threaded 
brass tip and closure cap. Can be fitted with CM 
(Controlled Measure) attachment at additional cost. 

These Super Pump Oilers have rated capacity of 6 
ounces and the pump mechanism is not removed 
when filling oiler. All pump parts renewable. 


No. 66F Super Pump Oiler Price, $ 




OILERS, SAFETY CANS, OIL AND GASOLINE CONTAINERS 


WR 












2g_ 

Ea 


THE COMPLETE LINE OF 





HYDRAULIC PUMP OILERS 


Copperite Finish 

Detachable and Interchangeable Spouts 
Positive Action Pump 


Upright Spouts 



No. 

27 
279 

28 

2812 

2815 

29 

2912 

2915 

3012 

3015 


27A 

279A 

28A 

2812A 

2815A 

29A 

2912A 

2915A 

3012A 

3015A 


Trade 

Length 

Weight 

Cap. 

Spout 

Per Doz. 

Pints 

Inches 

Pounds 

i ■ 

.. 6 . 

. 104 - 

i 

9 . 

. 104 

l 

9 . 

. 14 .. 

l . 

. 12 . 

144 - 

l 

.. 15 . 

144 - 

2 

9 . 

- 164 - 

2 

. 12 . 

. i6j - 

2 

15 . 

17 .. 

4 

. 12 . 

. 20 

4 . 

. 15 . 

. 204 - 

50° Angle Spout 

1 ■ 

6 . 

104 - 

* 

9 . 

. 104 

1 

9 . 

14 „ 

1 . 

. 12 

144 

1 . 

. 15 . 

. 144 - 

2 . 

9 . 

164 - 

2 . 

. 12 . 

16J .. 

2 

. 15 . 

. 17 .. 

4 . 

. 12 .. 

. 20 .. 

4 . 

. 15 . 

. 204 - 



Price 

$ 

$ 

$ 

$ 

$ 

s 

$ 

$ 

$ 

$ 


NO. 33 PUMP OILER 


HAMMER GRAY FINISH 
Reasonably Priced 



BROAD 

BASE 

PREVENTS 

TILTING 




'I 


w 




n 


A precision built pump oiler, durable— efficient. 
Seamless body— double seamed bottom. Seamless 
spout with detachable brass cone shaped tip. 

Packed in counter display containing six pump 
oilers, 6 ounce capacity, 6 inch angle spout. 


No. 33 Pump Oiler ... Price, $ 




HYDRAULIC PUMP OILERS 


Flexible Spout - Copperite Finish 

Detachable and Interchangeable pouts 
Positive Action Pump 





Trade Length Weight 
Cap. Spout Per Doz. 
Pints Inches Pounds 

-1-7 
.. 7 
.. 7 

.. 13 
.. 13 
.. 13 
.. 13 
.. 7 
.. 7 
_ 7 
.. 13 
_ 13 
„ 13 
. 13 
.. 13 
.. 13 
_ 13 
.. 13 


104 

14i 

16| 

11 

14f 

17i 

204 

104 

14i 

164 

11 

144 

174 

204 

11 

144 

174 

204 


Price 
$~ 

$ 



$ 

$ 

$ 

$ 

$ 

$ 

$ 

$ 

$ 

$ 

$ 

$ 

$ 

$ 




NOTE — Nos. 27F thru 330 have Straight Spout Tips - Nos. 427 thru 
530 have Steel Angle Spout Tips - Nos. 627 thru 680 
have Threaded Brass Cap on Steel Spout Tip. 


WELDED STEEL OILERS 

Strong - Durable - Dependable 



Seamless drawn bodies. Bottom 
electrically welded to body under 
electronic control. Re-enforced in- 
sert type steel spouts - machine 
cut threads on spouts and bush- 
ing. All spouts interchangeable. 


Bent spouts furnished on 6, 9 & 12 
inch lengths unless otherwise 
specified. 


No. 

Trade 

Capacity 

Pints 

Length 

Spout 

Inches 

Weight 

Per Dozen 
Pounds 

Price 

2004 

.... 4 -- 

4 

.... 4i .... 

$ 

2006 

.... i .... 

6 

.... 4J .... 

$- 

2009 

.... i .... 

9 

5 

s 

3004 

.... 4 -- 

4 

... 4$ .... 

$ 

3006 

.... 4 --- 

6 

5 

$ 

3009 

.... 4 -- 

9 

.... 5i .... 

$ ... 

4004 

.... i .... 

4 

.... 5| .... 

$ 

4006 


6 

.... 5| .... 

$-- - 

4009 

| 

9 

.... 6} .... 

$ 

5004 

l 

4 

.... 6i .... 


5006 

l 

6 

.... 6} .... 

$ 

5009 

l 

9 

7 

$ 






Also available with 12 inch spouts. 



OILERS, SAFETY CANS, OIL AND GASOLINE CONTAINERS 










EAGLE NO. 99 SEAL-TIP OILER 

Bright Chrome Finish 


A quality oiler designed and made 
to meet all the requirements for 
sportsmen’s use, and for use in a 
handyman tool kit. 

This oiler is made from 28 gauge 
rime steel sheets, seamless drawn 
lullet-shaped shell with bright 
chrome finish. It has a brass tip 
which effectively seals the end of 
spout preventing leakage when not 
in use. Also an open-close control 
valve in the spout tip which permits 
one-drop flow of oil. It also has a 
brass thumb-flex bottom for easy 
iressure to eject oil evenly. The 


NOW 


mllet shaped body provides an easy 
ilir 


Packed in counter display containing 12 oilers 
i ounce capacity. 

No. 99 Oiler Price, $ 

Weight per gross, 9 pounds. 


or write direct to 
EAGLE 

for latest catalog of 
the COMPLETE EAGLE LINE of 
oilers, safety cans, oil & gasoline 
containers — It's Free. 


MANUFACTURING CO., WELLSBURG, W. VA. RE 7-3191 

Serving industry Since 1894 



OILERS, SAFETY OARS, OIL AKD GASOLINE CONTAINERS 




